STYLE REF: RF360 p& Rock Fall? 


STYLE NAM E: PACER INDUSTRY DEFINING SAFETY FOOTWEAR 


SPECIFICATION: EN ISO 20345:2022 S7S HRO FO SR SIZES: UK 6-13 (WHOLE SIZES) | COLOUR: BROWN 


WITH A SLIMLINE ALUMINIUM PROTECTIVE TOE CAP AND AND COMPOSITE MIDSOLE, PACER IS A 
ROBUST BOOT DEVELOPED WITH SPECIALIST DURABLE MATERIALS INCLUDING A FULL GRAIN LEATHER 


UPPER, AN ACTIV-TEX® WATERPROOF MEMBRANE BOOTIE, LININGS MADE WITH 60% -100% RECYCLED 
CONTENT AND A SHOCK ABSORBING EVA AND RUBBER OUTSOLE. 
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Water repellent full grain brown leather. PRODUCT 73% 

Protective Components 

Protective aluminium toecap and composite anti-penetration flexi-midsole tested to PS level 

Lining Materials 

Activ-Tex® waterproof and breathable bootie membrane and lining made with 60% recycled content- tested for 
8 hours (5 times longer than EN requirement). Tongue and collar lining made with 100% recycled content. 
Outsole 

Fuel resistant EVA, TPU and rubber outsole. 

Footbed 

Anti-fatigue Activ-Step® 73% natural rubber footbed featuring a 100% recycled polyester top sock. 


Webbing, Labels and Laces 
Made with 100% recycled post consumer polyester 


SUBJECT TO CHANGE WITHOUT PRIOR NOTICE: 17/07/2023 


Find this product at 


Browse all products at https://www.rockfall.com/products 
PROUDLY MANUFACTURED BY ROCK FALL UK, MAJOR HOUSE, WM5Y WAY, ALFRETON, DERBYSHIRE, DE55 4LS 


Issued to: Rock Fall UK Ltd 
Major House 
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DETAILED N Scone REG WOOO 


Notified Body: 2777 SATRA customer number: P1769 


EU Type-Examination Certificate 


Certificate number: 2777/25247-01/E00-00 


This EU Type-Examination Certificate covers the following product group(s) supported by testing to the relevant 
standards/technical specifications and examination of the technical file documentation. It has been issued 
Under Module B of Regulation 2016/425 on personal protective equipment. This product group has been shown to 
satisfy the applicable essential health and safety requirements as a Category II product. 


Product reference: Description: 

RF350 Carson Height of upper: Ankle Boot 

RF360 Pacer Upper 1: 1.8-2.0mm black waxy leather (RF350) 

RF370 Sable Upper 2: 1.8-2.0mm brown crazy horse leather (RF360) 

RF380 Dallas Upper 3: 1.8-2.0mm nubuck - RF370: Honey / RF380:Stone / RF390:Navy 
RF390 Kyanite Vamp/quarter/counter lining: Black/white flat lunar backed HBR membrane 


Collar/tongue lining: 009 sandwich mesh - RF350/RF360/RF370/RF390: Black / RF380: Grey 
Collar/tongue 1: 0.8mm PU - RF350/RF360/RF370(collar)/RF390: Black / RF380(collar): Grey 
Tongue 2: 1.0-1.2mm suede - RF370: Honey / RF380: Grey 

Fastening: 5 pairs of metal loops 

Toe-cap: PEP-Aluminium toecap 

Perforation resistance insert / insole: White PEP-composite referenced 777# 

Construction: Cemented 

Insock: Orange mesh with bio-natural latex footbed 

Sole: MD EVA with rubber outsole — RF350/RF360/RF390:Black/black / RF370:Honey/black / 
RF380: Stone/gum 

Sole Pattern: 2046# 


Size range: EUR 39-48 


Category of Protection: 
EN ISO 20345: 2022 S7S FO HRO SR 


Standards/Technical specifications applied: 
EN ISO 20345:2022 


Technical reports/Approval documents: 
SATRA:CHT3429K7L7/Issue2,CHT4482B5C6,CHT3363C5R5,CHT5412X3F5, CHT3362J8HO, CHT 1540T4J8, CHT8670Y8P9 
Intertek:GZHT91126141,GZHT91103979,GZHT91025000,GZHT91024399,GZHT90947687 ,GZHT91200188,GZHT91079689, 
GZHT91044940(S1), GZHT90835408,GZHT91009577,GZHT91078879,GZHT91203106,GZHT91203109, 
GZHT91203111,GZHT91203103,GZHT91023071,GZHT91096862,GZHT90891082 


TUV:66,430.23,0619,01,66.430.23,0698,01 a a 
Date of issue: 12/01/2024 
Signed on behalf of SATRA: CE A sus Geoff Graham Expiry date: 12/01/2029 
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SATRA Technology Europe Limited. Bracetown Business Park. Clonee. D15YN2P. Republic of Ireland. 


A®Rock Fall’ 


Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 
Alfreton, Derbyshire, DE55 4LS 
United Kingdom 

Tel: 01773 608616 

Email: sales@rockfall.com 
rockfall.com 


EU DECLARATION OF CONFORMITY 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 
Declares that the PPE described hereafter; 


ROCK FALL RF360 Pacer 

Is in conformity with the provisions of PPE Regulation EU 2016/425 for Category II 
and, where such is the case, with the national standard transposing the 
u nion harmonised standard no. EN ISO 20345:2022 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: SATRA technology Europe Ltd, Bracetown Business 
Park, Clonee, D15Y N2P, Republic of Ireland . Notified Body 2777 who performed the Eu 
type examination (Module B) and issued the EU type -examination certificate: 
277/25247-01/E00-00 


The PPE is subject to the procedure set out in Module C of the PPE Regulation EU 
2016/425 under the supervision of the notified body: 


SATRA technology Europe Ltd, Bracetown Business Park, Clonee, D15Y N2P, Republic of 
Ireland. Notified Body 2777 


I ve XEN 


Signature: Position: Director Date: 16/01/2024 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DE1 3EE 


